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THIRD TICKET NAMED 

Prohibitionists Nominate Can- 
didates. 



THEIR PRESIDENT AND VICE. 



John Bidwell, or California, Heads the 
Ticket for First Place and J. 11. Cran- 
611, of Texas, Get* the Second Place. 
Proceedings or the Convention. 

Cincinnati, July 1.— Music Hall was 
not crowded in any part of it Thursday 
morning, when the fourth session of the 
Prohibition national convention began 
at 10 a. m. It opened up on time. The 
quartet and the band each took a turn 
at the musical program, and then a 
short prayer was offered by Rev. J. C. 
Quinn, of Fremont, Neb. 

The chairman then appointed R. E. 
Hudson postmaster, to distribute the ac- 
cumulation of letters. 

Then the actual business of the con- 
vention was opened. 

W. W. Gibbs, of Virginia, introduced 
the following resolution : 

WHEREAS, The Prohibition party is not 
a sectional party, but a national party, 
and 

Whereas, The issues of the late civil 
war were settled and settled forever; there- 
fore 

Resolved, That it Is the sense of this 
convention that speakers who are accorded 
the honor of addressing the convention be 
required to refrain from unnecessary refer- 
ences or illustrations that could be con- 
strued as a reflection on any of the partici- 
pants in the late struggle. 

It was adopted by a nearly unanimous 
vote. 

The resolution was brought in in con- 
sequence of Mrs Gougars rhetorical 
flourish about the evils of slavery at the 
session of Wednosdiy evening. 

Then came a request from the White 
Ribbon society asking that their leader, 
Frances E. Willard, be brought up for a 
speech. Gallantry carried it, and she 
was escorted by Gibbs, Stevens and 
Cranfill to the stage. While they were 
hunting her a telegram was read from 
Mrs. General Fisk, saying: "God speed 
the day of victory." 

Another telegram was in favor of Bid- 
well for president and provoked some 
cheers, and ended bv prophesying that 
"St, John, the Lincoln of the party," 
ultimately would l>e elected president. 

Then came Francis Willard, on the 
arm of Gibbs. She was greeted with 
cheers and waving of handkerchiefs. 
Then she began: "You do this, and yet 
yon say I am in favor of fusion. I am 
in favor of a fuso like that made for tor- 
pdoes, and with it I would blow up 
both old parties." 

She made a brilliant speech and was 
presented a boquet by the Women's 
Christian Temperance Union at its close. 
Chairman Dickie then stated the need of 
money for the cause, and appointed a 
dozen or more deputies to stand all over 
the hall and catch the names of those 
who pledged to give money. Dickie 
then deputized Professor Evans, of Illi- 
nois, to make the appeal. Dr. Funk, of 
The Voice, started the thing with 11,000, 
which caused a loud cheer. This was 
so encouraging that Evans said: "We 
want f 1,000 men now. Come on." 

Then through Dickie. W. T. Wardwell, 
of New York, gave $1 ,000. 

James Rol)erts, for Massachusetts, 
promised skoOO, and Chairman Dickie, for 
Horace .Waters, the organ maker, sub- 
scribed s»500. I. .1. Keator, of Colorado 
put down a like amount. 

J. B. Hobbs. of Chicago, sent up a 
check for tOOOt Other contributions 
were: 0/ D. Green leaf, Butler, Pa 
$500: Frank Burt. Mamiington, W. Va., 
$600. Joshua Levering & Brother, Balti- 
more, $500; Francis A. Crawford, New 
York, $500; New Jersey delegation, $/>0i); 
Minnesota delegation. $600; Virginia, 
$1,000; Tennessee. $00(1. 

The work of collecting for political 
imrposes was slow work and Brother 
ans began appealing, with camp 
meeting fervor, tor "all Christian men 
and women to contribute to the cause of 
the Lord." 

The New York delegation went out 
for consultation, and Indiana explained 
that, having given $3,000 through their 
organizer, they could add but $'J00 now, 
Georgia gave $500, part of it being a 
sawmill worth $300, with the injunc- 
tion for Democrats not to "monkey with 
the buez saw." Iowa gave $100, and 
Chairman Dickie pledged $200 for his 
"Prohibition boy. C. C. CroSvell, of 
Blair, Neb., $250; Maryland delegation 
$250. 

As the work weut on slowly some one 
yelled out: "What's the limit V" but to 
only a few were the words a familiar 
reminder. 

Crowell's gift was made just after he 
received a telegram telling that he had 
a new Prohibition girl baby at home. 

Samuel Phelps and Alexander McVit- 
tle, of Detroit, gave each $100. and Wis- 
consin followed with $500; A. B. An- 
drews, of Laporte. Ind., with $100; ten 
South Carolina delegates gave $125, and 
Rev. Father Mahoney, of St. Paul, gave 
$100, and there were loud cheers. Other 
contributions were: Frances Willard, 
$100; M. J. Fanning, $100; Nebraska, 
$125; H. M. Winslow, $100; Mrs. H. P. 
Faris, Clinton, Mo., $100; Sol Haynes, 
Indianapolis. $100: Kentucky, $500, 
pledged by George W. Bain: Pennsyl- 
vania, $1,700, contributed by delegates in 
various amounts; Ohio, $1,082; J. M. 
Ritchie, Neosha, Mo., $500. 

The convention thinned out consider- 
ably by noon, as the work was tedious 
ana it was evident that no businesi 
would be done before dinner. 

New York returned from a conference 
and gave $1,000, in addition to tut 
amounts already given by that state. 

Then it was announced that over $20.- 
000 had been sulwcriljed and much of it 
was paid in. The Prohibition editors 
were called to meet after the afternoon 
Bession, on the stage, and the conven 
tion at 12:15 adjourned until 2 p. m. 

Altemoon Session. 

At the opening of the afternoon sea- 
don of. the Pj-ohibitjon convention, tc 



the surprise of everybody, the platform 
committee was ready to report. Ju«lg< 
Black, of Pennsylvania, made a state- 
ment that there was a majority and 
minority rei>ort. 

Here is an abstract of the majority re 
port: 

After depicting the evils of the drinb 
traffic to the nation and the home. th« 
resolutions condemn all efforts at regn 
lation by license as "vicious in principle 
and powerless as a remedy." 

Entire suppression of trie manufacture 
and sale of liquor is insisted upon. 

Other provisions of the platform are 

No denial of the right of suffrage oi 
acconnt of sex; the granting to laborin| 
men of one day of rest in seven: arbitra 
tion in international difficulties; tarifl 
only as a defense against foreign good* 
Kovernment control of railroad and tele 
graph systems; immigration laws should 
be revised and enforced; the time of res- 
idence for naturalization purposes should 
be extended: non-resident aliens should 
not be allowed to acquire land in th« 
county, and the limitation of individual 
and corporate ownership of land it 
favored: mob law is condemned. 

The liberal pensioning of disabled 
soldiers and their widows and orphan* 
is favored. Speculation in margins, and 
the cornering of mpney and products 
and the formation of pool trusts should 
be suppressed. 

The money of the country should be 
issued by the general government only, 
and in sufficient quantity to meet the 
demands of business and give full op- 
portunity for the employment of labor. 
To this end an increase in the 
volume of money is demanded. No in 
dividual or corporation should be al- 
lowed to make any profit through it* 
issue. It should be made a legal tendei 
for the payment of ,.11 debts, public and 
private. Its volume should be fixed at 
a definite sum per capita and made tr 
increase with our increase in popula- 
tion. We favor the unlimited coinage 
of silver and gold. 

The appropriation of public moneys 
for sectarian schools is opposed. The 
protest of the old parties against the ad 
mission of "moral issues" into politics ie 
a confession of their own moral degen- 
eracy; the old parties protest when out 
of power against infraction of civil ser- 
vice laws, and each, when in power, 
violates those laws in letter and in spirit. 
Each professes fealty to the interests ol 
the toiling masses, but both covertly 
truckle to the money power. The Dem 
ocratic Mills bill and the Republican 
McKinley bill are no longer treated by 
them as an issue between great and di- 
vergent principles of government, bui 
as a mere catering to different sections. 

We protest against interfering with 
the right of suffrage in any way or at 
tempting to improperly influence it. 

When both reports were presented, a 
motion to lav the majority report on the 
table was badly beaten. The majority 
report was then adopted. 

The convention then adjourned until 
evening. 

Evening; Session. 

The hall was crowded to suffocation 
at the evening session. Prayer was of- 
fered by Rev. Dr. Hagans, of Indianap- 
olis. Then Chairman Ritter announced 
that the roll of states would be called 
for' nominations for president of the 
United States. When California was 
reached ex-Governor St. John, of Kan- 
sas, took the stage at the request of the 
delegation and placed in nomination 
General John Bulwell, of California. 
He reviewed his career from the time 
that he crossed the Rockies in 1841, told 
how he had calloused his hands with 
picks as a miner, eulogized his life and 
works, and defended him from the at- 
tacks that had been made upon his ca- 
reer in congress. 

Wardwell, of .\.-w York, asked if it 
was true that Bid well was a sickly mi.n, 
to which* St. John replied that accord- 
ing to the testimony of his wife he was 
well ami hearty. 

Hipp of Colorado, Whitfield of lovi. 
Bain of Kentucky, and numerous otlK.s 
seconded Bidwell's nomination. 

Illinois withdrew its candidate, ex 
Judge McCullough and Michigan with- 
drew Jolm Russell. 

W. Jennings Demorest, of New York, 
was nominated by J. Llovd Thomas, of 
that city, and seconded by Professoi 
Grandison, colored, of North Carolina 

Ohio, through L. B. Logan, presented 
Gidgeon T. Stewart, the venerable 
Buckeye Prohibitionist. 

Sam Small, of Georgia, seconded the 
nomination of Demorest on behalf of 
the solid delegation from that state. 

A ballot 1 eing taken Bidwell received 
the majority of votes and his 
tion was made unanimous. 

J. B. Cranfill. of Texas, was 
ed for vice president, and the conven 
tion adjourned sine die. 



THE SILYER BILL. 



It Furnishes a Topic for 
tors to Discuss. 



A VOTE MAY SOON BE TAKEN, 



Clarkson on the Campaign Committee. 

Washington, July 1.— Chairman 
Campbell, of the Republican national 
committee, left on the Columbian ex- 
press over the Pennsylvania road yester- 
day afternoon for home. The names of 
the executive committee will l>e given 
out by Mr. Campbell at Chicago within 
the next few days. Before leaving the 
city Mr. Campbell stated that at the re- 
quest of himself and the president, Mr. 
Clarkson had accepted a place on the 
executive committee and would have an 
important and confidential part in the 
campaign. 

Lightweights Fight. 

Portland, Or.. July 1.— Billy Smith, 
of Boston, and Charles Gleason, of Port- 
land, lightweights, fought at the 
Pastime club last night with five-ounce 
gloves for a purse of $700. Smith won 
in the fourtti round. Both men were 
cautious for the first three- rounds. At 
the beginning of the fourth round 
Gleason led, but Smith got away, and 
quick as a flash wheeled and with a 
stinging pivot blow on the neck knockc I 
Gleason d own, and out. 

Fell Overboard. 

New York, July 1.— Leonard Dutch, 
a German seaman on board the British 
steamer Horrox, from Rio Janeiro, fell 
overboard on June 10 in latitude 70 
degrees, longitude 53 degrees and was 
drowned. 



Some or the Members Not Anxious roi 
the Mutter to lie Settled, While Others 
Are or an Kntlrelj- Different Opinion. 
Hut Utile Hone In Iho House. 

Washington, July 1.— Tin- senate 
proceedings yesterday were diversified 
by a somewhat acrimonious debate over 
the unanimous agreement entered into 
Wednesday to take a vote on the silver 
bill. It was an obvious case of consent- 
ing in harte and rei>enting at leisure. It 
was claimed that Democratic senators 
opposed to free coinage were absent. 
Mr. McPherson, of New Jersey, attempt- 
ed to break through the agreement but 
was held to it by Mr. Morgan and other 
silver advocates. Mr. Dolph, of Oregon, 
moved to recommit the bill to the com- 
mittee on finance and the question will 
probably come up in that shape. The 
different senate committees of confer- 
ence reported almost hopeless disagree- 
ments with house conferrees upon lead- 
ing features of the great appropriation 
bills. Mr. Allison, chairman of the com- 
mit tee on appropriations, said none of the 
bills had yet gone to the president and 
he asked the senate to concur in a house 
resolution extending existing appropria- 
tions fifteen days. This was done. 

In the house the Republicans succeed- 
ed in preventing the consideration of 
the tin plate bill, and the house de- 
voted several hours to a conference re- 
port on the District of Columbia ap- 
propriation bill, the item of contention 
being the appropriation of $75,000, one 
half to be paid out of the federal treas- 
ury and one half from the distrb t 
revenues for the entertainment of the 
Grand Army of the Republic at its en- 
campment in Washington next Septem- 
ber. The subject opened the doors for 
patriotic speeches reviving the inci- 
dents of the war, and at times the house 
was in great confusion. A new confer- 
ence was ordered. A resolution was 
passed extending the appropriations for 
the support of the government fifteen 
days. The house then at 6:15 p. m. ad- 
journed. 



The 



FAVORAB LE TO FOSTER. 

New Secretary 
tor the 



Fitted 



Kinlneutly 
Place. 

Washington, July 1.— It is improba- 
ble that any man was ever given a 
cabinet position with such unanimity of 
approval as follows the advancement of 
General John W. Foster, secretary of 
state. • The first real criticism is yet to 
be heard of his appointment, which was 
without any political tendency and upon 
his merits alone. Major W. R. Kin- 
ney, of Louisville, a Democrat whose 
eloquence and legal attainments have 
secured him the highest rank at the 
Kentucky ba -, is here and says: 

"I was intimately associated with 
Colonel Foster during the war, and cau 
state from personal knowledge that h* 
was a most efficient soldier. He was in 
command of a division embracing sev- 
eral Kentucky counties, with headquar- 
ters at Henderson. The country about 
was thickly settled with guerrillas, as 
we styled the secessionists, and Foster's 
great forte was in locating them befo. 
any one else knew of their presence. He 
seemed to have an intuitive knowledge 
of the art of war, and rendered the 
Union arms splendid service." 

CIRCLES NOT COMPLETE. 

The American Wheel Company Still in 
Km bar running Circumstances. 

Indianapolis, July 1.— Judge Baker 
of the federal court, yesterday entered 
an order for ' he sale of the plant of the 
American Wheel company which failed 
a year ago, and for which Noble C. But- 
ler, clerk of the court, was appointed 
receiver. The sale will be private and 
the sale will take place on July 14. 
Bids will be received up to that time. 
It is understood that Crawford Fair- 
banks, a Terre Haute capitalist, will 
head a syndicate to buy the entire plant, 
and that it will be operated on the same 
general plan as before. 

The plant is so extensive that there 
will be but little competition and there 
may be but the one bid. Under the re- 
ceiver's management the trust has been 
doing a large business and might have 
paid out but the creditors have become 
impatient and the sale is ordered at 
their request. Several of the heaviest 
creditors are supposed to be interested 
witli Fairbanks in the purchase. 

DEATH AND DISGRACE. 

Both Come at Once to Two Young In- 
diana Olrls. 

Hartford City, Ind., July 1.— Mar- 
shal Hogan last evening arrested Delia 
and Sadie Jenning, near Upland, for at- 
tempting to pass counterfeit money. 
The coin was a dollar, bearing the date 
1887, and was a fair imitation of a silver 
dollar. 

They made several attempts to pass 
the money and the grocers, thinking 
they were honest, did not say anything 
about it until it became known that sev- 
eral trials has t>eeii made to pass the 
money. 

The girls were remanded by 'Squire 
Edson to await their preliminary trial, 
which occurs tomorrow evening. 

Just before being taken to jail, the 
young womon received word, stating 
that their sister had just died. Inter- 
esting developments are expected, as it 
is thought there are a large gang of 
them working off counterfeit money. 

nrakemau Killed. 

Lapoktk, Ind., July 1.— A brakemnn 
named Williwin R. Meseler, employed 
on the Michigan Central railroad, was 
killed at Michigan City yesterday by 
falling from the top of a freight train. 



DIRECT TO NORWAY 

Herearter Will Oo Most ot Oil Products 
Wanted There. 

Chicago, July 1.— Gustav Spanberg, 
of Christiania, Norway, is in the city 
for the purpose of arranging for dir ri 
shipments of American products to Nor- 
way. Mr. Spanberg, though a Norwe- 
gian, was for many years a resident of 
this country. While visiting hil native 
land sometime since he saw his oppor- 
tunity lo act in the interest of Norwe- 
gian importers and to assist them in es- 
caping from the tribute which they 
have been paying to Great Britain on 
Import* from this country. Nearly all 
the exports of the United States to 
Sweden and Norway have been shipi>ecl 
via the port of Hull, England, and in 
English Mk 

l'p to a lew years ago all American 
products used in Sweden and Norway 
were purchased from English agents. 
Within the last two or three years a 
number of Norwegian importers have 
been buying direct from this and other 
American cities to some extent but the 
business is not so extensive as the trade 
would seem to warrant and the English 
middleman is still able to levy his to I. 
Mr. Spanberg is confident that a direct 
line of steamships between Norway and 
the United States will be established. 
He is armed with letters from Chris- 
tiania importers and from the American 
consul at that place, Gerhard Gade. He 
has already made contracts for large 
shipments of Hour direct from Topeka, 
Kan., to Christiania. 



Wages of sin. 

A Keeling <>l Keiuorse I. ends a Man to 
Take Ills Own 1.1 te. 

BUFFALO, July l.— The body of a 
mysterious suicide lies at the morgue 
awaiting identification. It is that of a 
young man who was found dead in the 
park on Tuesday afternoou with a bullet 
hole in his head and a revolver in his 
right hand. 

The txnly has been recognized as that 
of a man who came here last Friday. 
At the depot he met Rev. Mr. Bond 
and told him he was in .trouble. Mr. 
Bond sent him to the Young Men's 
Christian association building, where 
Secretary Allard had a talk with him. 
The stranger acted strangely, would 
give no name or information about him- 
self, but said that he had committed a 
sin that knew no forgiveness, and was 
particularly anxious to know if the 
secretary thought a murderer could en- 
ter heaven. He said further that he 
had come from England about three 
months ago and had been in Canada. 

There was nothing found on the body 
which would establish the man s iden- 
tity. In the pockets were some Canadian 
bank notes. It is thought the man had 
committed a murder and through re- 
morse had taken his own life. 



LOCKED OPT MEN. 

Hundreds of Steel Workers 
Now Idle. 



NO DISTURBANCE OF ANY KIND. 



SAVIN GS__BANKS. 
One Financially Kmbarrassed in HuB'alo, 
New York. 

BUFFALO, July 1. — It is probable that 
the National savings bank will be 
placed in the hands of a receiver and 
will resume business for the benefit of 
the depositors, as was done in the case 
of the Ulster county bank. This is the 
action that Superindent Preston thinks 
will be taken. Mr. Preston said that 
the deficiency is greater than the sur- 
plus, thereby rendering the bank in- 
solvent and for that reason he has taken 
possession of the concern. He also ex- 
pressed the belief that the trustees could 
not 1h- held personally liable. 

Speaking >f savings banks in general 
Mr. Preston said: "The percentage of 
loss in these institutions is small in com- 
parison with their importance to the 
community. There are no institutions, 
as a whole, more safely or more conserv- 
atively managed. The savings bank*' 
resources in this state aggregate $0?5.- 
000,000, so you see the percentage of 
los.-> is very small. 

STO RM TOS SEpT 

Considerable damage Done at Several 
Place* In the Kast. 

Philadelphia, July 1.— A very severe 
and destructive storm visited this place 
and virinity last night. It was the most 
severe in the northern section of the 
city. 

Jun Jenkins, colored, was killed by 
lightning at Dingee's brick yard, at Two 
Hundred and Fifty-eighth and Cumber- 
land streets. Several persons in that lo- 
cality were shocked by lightning, and 
others injured by flying timber. Dozens 
of roofs were blown off. 

At Gloucester. N. J., the sporting 
resort of Philadelphia, Patrick Hyh- 
lands, aged fifty, and Robert Hamilton, 
aged forty, were killed, and a number of 
persons injured. Great damage to 
property was wrought in Jersey towns 
along the Delaware river. It is feared 
that many saillioats were capzised on 
the Delaware during the storms and a 
number of people drowned. 

Norwegian Ministers Itesl|[n. 

Ch Hi st i an a, July 1.— The Norwegian 
ministers tendered their resignations 
yesterday. The premier stated that this 
action oi the ministry was due to the 
king's refusal to sanction the storthing's 
resolution in regard to the establishment 
of separate Norwegian consulates. The 
king in accepting the resignation of the 
cabinet intimated that he would further 
consider the question to which the crisis 
was due. 

Humored Train Robbery. 

Chattanoooa, July 1.— East Ten- 
nessee officials have just learned that an 
attempt will be made to hold up train 
No. 3, leaving Bristol 1 ! :40, at Johnson 
City. Fifteen police have been sent 
from Brist ol to arrest the rob bers. 

Ocray, Colo., Jnly L— Ten thousand 
miners in the San Juan district have 
struck work against a reduction of 
wages agreed upon by the managers. 
People generally throughout this section 
are averse to any trouble with the 
miners as it would bo a great blow to 
business interests. 



Thousands or Workmen Assemble In an 
Open Air Meeting ami Adopt a Number 
or Resolutions — A Pittsburg Nail Com- 
pany Signs the Scale. 

Homestead, July 1.— Every employe 
of Carnegie, Phippe & Company, at 

their Homestead mills, is idle today ex- 
cept the mechanics and day laborers, 
who are engaged on repairs. At 1C 
o'clock yesterday li.000 workmen as- 
sembled in open meeting at the opera 
house and thoroughly canvassed the 
situation. The meeting was orderly, 
and the several addresses counselled 
strict observance of law and order. 

A resolution was adopted t that during 
the lockout no member of he Amalga- 
mated association should be permitted 
to leave the town without a special per- 
mit from the lodge officials under penalty 
of dismissal from the organization. An- 
other resolution was unanimously adopt- 
ed that the day mechanics and day 
laborers shall be called out at once. 
Committees were appointed to watch all 
trains and entrance!, to the town to pre- 
vent the importation of outside work. 

Twenty Of the Amalgamated associa- 
tion were sworn in as special officers by 
the burgess yesterday, and will aid in 
preserving order. The locked-out men 
anticipate the arrival of Pinkerton men 
and are prepared to welcome them. The 
officials refuse to talk on the subject. 
Eight effigies of proprietors and officials 
ornamented as many telegraph poles in 
the vicinity of the mills yesterday. At 
noon good order prevailed throughout 
the town and the locked-out workmen 
were assembled in groups quietlv dis- 
cussing the situation. 

Nail Company Signs the Scale. 

Pittsburg. July 1.— The Oliver Wire 
ami Nail company of Pittsburg, signed 
the Amalgamated association scale yes- 
terday. Between li'JO and 400 men are 
employed in this department. The 
Amalgamated officials expect a number 
of signatures to their scale during the 
day. 

MAY BE A LYNCHING. 

A Young I.ndy Mysteriously Disappears 
and lnti iup Kx< iti-ment is dented. 

English. Ind.. July 1.— This town is 
wild with excitement over the mysteri- 
ous disappearance of Miss Nanc y Hop- 
kins, who is supposed to have committed 
suicide. Recently she began keeping 
company with Horatio Quigley. who had 
separated fro n his wife. Miss Hopkins' 

parents demurred to snch e course, but 
their pleadings were unheeded. 

Last Sunday she was missing from 
home, and, after a long search, she was 
discovered in company with yuigley. 
Upon again being reprimanded by her 
parents, she threatened to commit sui- 
cide. On Monday evt ning. accompanied 
by tjuigley, she attended a dance at the 
city hall and tailed to return home. 
Since then search has lieen made in 
every quarter, the neighbors aiding the 
distracted parents and doing everything 
in their power. » 

Fears are entertained that the girl has 
fulfilled her threat of self -destruction, 
Qnigley walks the streets with his usual 
carelessness, and will give no satisfac- 
tory answers tt> questions, save that he 
knows nothing. His brutal leer indi- 
cates that he cares nothing. The young 
lady is a comely girl, aged about twen- 
ty-two, aed of respectable parentage, 
t^uigley is twenty-eight. If the girl is 
not found he will Ik- prosecuted. There 
is a threat of mobbing, but the officers 
have the populace well in hand. 

Sad hinting to a I'leusine Party. 

New Orleans, July 1.— A skiff, con- 
taining a pleasure party of eight, visited 

the Delogny crevasse Tuesday night. A 
strong eddy capsized the boat, and not- 
withstanding assistance from the shore, 
the following persons were drowned: 
Miss Anglo Lambert, Miss Amelia Lam- 
bert ami Miss Julia liymel, young 
ladies, rangiilg from sixteen to eighteen 
years of age. and young Hymel, a 
brother of the drowned girl, aged four- 
teen. Miss Hymel and her brother were 

from Donaldson vil le , and the Misses 

Lambert lived in the vicinity. All were 

well connected socially. 

Sensational Klopeiuent. 

Hi XTixoTON. W. Va.. July 1.— Mrs. 
Charles Beale. a pretty married woman, 
left this city suddenly yesterday, aban- 
doning her husband and two children to 
elope wit h George Whithington, a mar- 
ried man, a neighbor, who leaves a wife. 
Both are people of middle age, ami the 
elopement created great surprise. They 
were seen at Catlettsburg, Ky., last 
evening, and are evidently bound for 
Cincinnati. The lady has heretofore 
borne an excellent name. Her husband 
says he will not attempt to bring her 
back. 

Harvesting Wheat 111 Water. 

OrixcY. Ills., July 1.— The river is 
still rising rapidly, and the Lime lake 
and Indian grave district levees are un- 
der water at several places. The crops 
in beth districts are sure to be totally 
destroyed. In these districts the farm- 
ers are cutting the tops of wheat off 
which are still barely above water. 
The levee below here is also in great 
peril, and a large force of men is en- 
gaged iu strengthening the weak places. 
Several factories here will likely be 
compiled to close down if the river 
goes any higher. 

A Dual 1'i eveuted. 

Paris, July 1. — Captain Cremieux 
Foa, the Jewish officer, about to fight a 
duel with the Marquis de Mores, has 
been ordered on a special mission to 
Tunis, 
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DELIVERED BY CARRIER : 
Per Week , 6 cents 

FRIDAY, JULY 1, 1892. 



NATIONAL TICKET. 

For NMMNT, 
OROVKU CLEVELAND, 

Of New York. 

For Vice P W B W Ti 
ADLAI 

OfiUtaoU, 




MORE OLD UieMHm. 



Letters and Papers at the Public Li- 
brary That Recall the Days of 



INDICATIONS. 

i fair, northerly 



winds. 



HOT-SHOT FROM THE WOOLEN" 
WORKERS. 

The Kensington Reform Club of Phila- 
delphia, an organization composed en- 
tirely of workingmen, in their petition to 
Congress last April in favor of the Free 
Wool bill say: 

"Although labor is most directly inter- 
ested in the arrangement of tariff sched- 
ules it has been customary for those who 
favor high protective duties to turn a 
deaf ear to its appeal despite their pro- 
testations of solicitude for the welfare of 
the toilers, while the clamors ef those 
who find a special interest in high duties, 
having the time and means te besiege the 
doors of Congress, have n<d been un- 
heeded. The fat that is being fried out 
<i! the workingmen enabled them to ren- 
der special service to the partisan ma- 
chin*!, and thus they can make their 
weight felt far better than the fleeced 
workingmen. 

" Now, however, that there is once 
more an opportunity for labor to be heard 
upon an equal footing with the capital- 
ists, we, the Kensington Reform Club, 
as an organization composed of working- 
men in every branch of the textile 
industries, send greetings to the friends 
of fair play and honest and equal govern 
ment, with a prayer for the immediate 
passage of the Free Wool bill now under 
consideration in the House, which, while 
it may not fully meet our desires, is yet 
a measure offering great relief to the 
whole people. 

"The labor in the woolen mills has 
never been jn so depressed a condition 
as in the past year, the carpet industry 
was never so demoralized. Wages have 
been reduced both in a direct way and by 
various subterfuges called adjustments, 
readjustments and tines, and yet the cist 

of living has been perceptibly increased 
until the condition of labor is well-nigh 
unbearable. Employment has grown 
more Unsteady, many mills working but 
partial time, some closed entirely, while 
in others the waiting for warp tilling 
amounts to a loss of from one-quarter to 
one-half time. 

"This it* no idle talk, but the result of 
investigation, as it is one of the missions 
of our organization to intelligently watch 
the effects of legislation upon labor, and 
we here add that then ha» 
increase of tariff rates that ii rut not almost 

lawmffaiWy folfaunl by reduction* </ wogn. 
This is surely contrary to what was prom- 
ised as a result of the tariff law passed by 
the last Congress, and it is therefore not 
surprising to find workingmen realizing 
that they have been fooled once too often. 

"If, as has been asserted in Congress 
recently, the manufacturers do not need 
or want a high tariff and that it is solely 
for the benefit of labor, which never gets 
any of it, then there is not the slightest 
impediment to a mutual agreement for 
its abolition. But since the gentlemen 
who make this assertion still oppose a 
reduction, the workingmen, who do not 
want it either, are certainly justified in 
praying that these kindly souls may stop 
their benevolent endeavors to raise wages 
by law, which they connot do, and set 
about raising them in the mills which 
they can do, and if they will only divide 
with their workingmen that which they 
usually give to the party machine, it will 
make a perceptible difference in the 
workers' pay-roll." 

Tin: women of New York are organiz- 
ing Francis Cleveland Influence Clubs, 
They propose b> take a band in the pres. 
( nt tight, and they will be heard from 
before the campaign is over. Ex -Speaker 
Deed Bays they defeated the Republicans 
In 181)0. 



There are many rare and interesting 
old manuscripts now on exhibition at the 
Public Library. Librarian W. I). Hixson 
furnishes the P.i li.ktin with the follow 
ing in addition to those heretofore pub 
lished : 

William Poag's warrant for fiio acres on Oil 
more'* Liek from Trausylvanla Company. Janu- 
uary 15, 1776. 

Receipt given G. R. Clark September 31,1788, for 
£■">,»'.*.'>, Virginia money. Signed Joseph Lindsay 

Order of .fohn Hlte on Joseph Lindsay for $2. 

Bond for sixty-two gallons of whisky given by 
J. Sulllvau at Sullivan's new station, Jan. 21, 1782. 

Bill of Meredith Price of £3 for teaching John 
Crutchfleld surveying in 17SJ. 

Accouut of provisions purchased for Detroit 
expedition. 

Statement* of David Adams and Wilson Mat- 
tocks concerning canoes for Detroit expedition 

Statement of Wm. May concerning provisions 
furnished the stations. 

Deposition of Simon Kenton concerning Lind- 
say's trip to New Orleans and officers and spies in 
Kentucky. 

Certificate of Archibald Thomas concerning 
canoes and drowning of Harbesou in Ken- 
tucky river. 

Deposition of Benjamin Haydeu concerning 
expedition, 17sl. 

Deposition of John Smith eonearulug expedi- 
tion of 1*82, battle of Blue Lick, <fcc. 

Depositions of John Vorhees and James Brown, 
guards of the canoe builders at the mouth of 
Shawuee Run. 

Deposition of Hugh Thompson concerning 
buffalo meat killed for Detroit expedition in IT"--', 
and one hundred canoes built on Kentucky 
river. 

Deposition of Henry Wilson concerning buffalo 
meat stored in Lexington and used by troops 
going to Blue Lick battle in 17s.i. ■ 

Deposition of John Mclutyre concerning expe- 
ditious of 1780-81. 

Deposition of Samuel Dennis concerning Bow- 
mail's expedition. Clark's Illinois expedition, 
capture by Hamilton of Captain Helm and cap 
ture of Hamilton^)- General Clark. and Lindsay's 
trip to New Orleans for clothing. 

Receipts of Hugh McGary and Bland Ballard 
for dried beef at Shawnee Run. 

Certificates of Hugh Mdiary. Major, con. , in- 
ing beef lost by sinking of canoes lu Kentucky 



Deposition of John McDowell, oue of the com- 
missioners sent to Kentucky to settle accounts In- 
curred In the Western campaigns. 

Deposition of Robert Patterson concerning tour 
of duty just before the battle of Blue Lick. 4c. 

Letter ui Benjamin Logan concerning supplies 
of provisions, March, 178J. 

G. K. Clark, dated Fort Nelson, July, 17s_>, con- 
cerning kettles used in boiling salt ut Bullitt's 
Liek. 

G. R. Clark, dated Tort Nelson, April 8, 1782. re- 
• iiicsting four or rive hundred pounds of hemp 
lor use 01 the galleys bulldiiiir at I.ouls\ille. 

R. Clark, March •">. 17sj, announcing the post- 
ponement of Detroit expedition and ordering 
:i0<J rations of beef per day to be delivered at 
Kurt Nelson, and requesting that boat-builders 
be encouraged to repair to the falls to fit out 
armed boat-. 

Clark's commission to Joseph Lindsay as com- 
missary. February, 1782. 

John Dodge's letter from Fort Jefferson at 
mouth of Ohio to John Todd. 

Enoch Combs' account of condition of aitairs 
at Harrodsburg, 177<i-77, <te. 

invoice of goods shipped by Oliver Pollock, of 
New Orleans, on batteau, commanded by John 
Baptist Ufort, by order of Patrick Henry, to 
Joseph Lindsay, and consigned to John Todd. Jr., 
County Lieutenant of Illinois County, amount- 
ing to lO.o-j 1 ,)-! piasters. 

Invoice of goods purchased at the Havannas. 
1779. 

Invoice of goods purchased in New Orleans and 
delivered to John Dodge for use of the Illinois 
department. 

Receipt of James Marsdeii. of New Orleans, for 
121.907 continental mouoys for cargoes of Vir- 
ginian packet. 

colouel Joseph Crockett, of Virginia, respect- 
ing his regiment'- coming to Kentucky to join 
the expedition against Detroit, and notice- on his 
return to Virginia, paying on the Holston ei .000 
for his dinner, which the tavern-keeper receive! 
with reluctance. 

Articles of agreement between the settlers at 
Harrodsburg. concerning the field cultivated lu 
common. 

■ ertirleate of Lewi- Ito-e, one of the captives 
taken by the ludiaus at the battle of Blue Licks, 
concerning galleys, Ac. 

Deposition of "Wild Cut" McKinney concern 
ing jerked beef stored in the old block house at 
Lexington lu which he taught school. 

List of Whitcmau's Company, B. Whiteman, 
captain; John McDowell, Lieutenant : John 
Manewey. Ensign, on expedition against Indians. 

List of Captain Meredith Helm's company, with 
John Curtis, Lieutenant, and Philip Baltimore. 
Ensign : against Iudtana. 

Letter from Charles Dickens, dated Carlton 
House, February W, to Ambrose Barbour. 

Hand bill from Spectator to the Judges of Elec- 
tion In Mason County, respecting the election of 
James i.arrard. 

Colonel A. D. Orr, bought of tieorge Mitchell, 
July 20, 17'J2, fifteen perch at 2-. cattish, lis. Total 
£2, 2s. 

Bill of Lading for 20u barrels flour, II rolls bag- 
ging and 10 kegs lard, shipped by James Dimmitt, 
OB tlatboat "Hurry Off," owned by PoyutzA Law- 
ill, December 10, 1818. 

Abstract of provisions Issued from the public 
-tore- in Lexington June, July, August, Septem- 
ber and October, 1782, Including issues to soldiers 
going to and from tin- Bloc Licks battle ticld. 

Insurance policy, lsctt, of Gaylord A Co., for 
81,100, on queensware en route from New Orleans 
to Maysvllle: also oue of ;i on UB crates and 
seven hogsheads queensware f or l">,56,">. 13, 

Bill of queensware purchased In Liverpool by 
Gaylord A Co.. January. tSM, amounting to 
Vm. M, • 

Policy for tMSl, for bill of hardware owned by 
T. Gaylor, from Pittsburg to Maysvllle. 

Clearance from Port at Louisville, February 1. 
1802, of tlatboat "Hurry Off," Paul Durrett, Cap- 
tain ; navigated by three men; laden with 221 
barrels of flour bound for Katchei. 

I le.irancc of tlatboat Jane, from Massac for New 
Orleaus: commanded by Paul Durretk, navigated 
by live men, February, ISO.), loaded with Ma-oii 
County produce. 



CHURCH JHRECTORY. 

CHt RCH OF IHK rT VIIVITY. 

net n. p. fi*i,h,, Rtci-rr. . 

Services on Sunday at 11 a. m. and 7:30 p. m. 
SB Friday* at 7:30. Holy Communion on the first 
and third Sundays of the month at the 11 o'clock 
•erviee : on other Sundays at 9:30 a. m. Sunday 
sehooi at lo a. m. 

FIRST PRESBYTERIAN CHl'RCH. 
Stv. John S. IIa\i», D. P.. Partor. 

Public services : Sunday morning at 11 o'clock 
and Sunday evening at 8 o'clock. Westminster 
S. C. K.,8unday evening at 7:30 o'clock. Sunday 
sc hool at 9 a. m. Weekly prayer meeting, Thurs- 
day at 8 p. m. 

CENTRAL PRESBYTERIAN CHl'RCH. 

Rn . B. W. 



Brame hats— Nelson's. 

\V i mm iw (/lass all sizes at Greenwood's. 



Cai.iokma fruit, 15c. can— Calhoun's, 



Preaching Sunday at 11 a. m. and 7:30 p. m. 
Sabbath School at 9:30 a. m. Midweek prayer 
meeting Wednesday at 7:30 p. m. Y. P. |S. C. E., 
Sunday at 6:30 p. St 

THIRD STREET M. E. CHl'RCH. 
Rev. Ci/run Riffle, Pastor. 

■services every Sunday All are Invited. Preach- 
ing at 11 o'clock a. m. and 7:30 p. m. Sunday 
school at 9:30 a. m. Epworth League at 6:30 p. m. 
Prayer meeting every Thursday at 7:30 p. m. 

M. E. CHL'RCH, SOUTH. 

Preaching every Sunday at 11 a. m. and 7:30 p. 
m. Sunday school at 9:30 a. m. Wesleyan C. E. 
Society at 6:30 p. m. Prayer meeting Thursday 
evenings at 7:30. For the present these services 
are held at the court house. 

CHRISTIAN CHL'RCH. 

Ret: C. 8. Lhcw, Pnrtiyr. 
Preaching Sunday at 11 a. m. and 7:30 p. m. 
Sunday school at at 9:30 a. m. Prayer meetlug 
Thursday evening at 7.30. The Young People's 
Society Christian Endeavor meets Sunday at 6:30 
p. m. The public Invited. Strangers cordially 
welcomed. 

EAST MAYSVILLE M. E. CHURCH. 
M. O. McSftly, Pastor. 
Sunday school every Sunday at 9:30 a. in.: Ep- 
worth League every Sunday at 6:30 p. m.; prayer 
meeting every Wednesday at 7: ISJp. m. Preach- 
ing every first and third Sundays of the month at 
10:30 a. m. and 7:45 p. m. Class meetings every 
second and fourth Sundays of the month at 10:30 
a. m. The public cordially invited to attend 
these services. 

Air Pressure at the Cannon's Mouth. 

Experiments were made during the 
last trial trip of the armed cruiser Beo- 
wulf to determine the air pressure at 
the mouth of a gun at the moment of 
discharge. Rabbits were placed near 
the muzzles of the guns and shots fired. 
In every case the animals fell dead at 
once. In order to test the probable ef- 
fects of the enormous displacement of 
air upon human beings figures made of 
straw were used. These were torn to 
pieces in every instance. The trials 
were made with long bored 24-centi- 
meter ring guns.— Berlin Cor. London 
News. 

An Elephant Eat* a Dog. 

During the progress of a circus and 
menagerie on Mouday, and while a num- 
ber of people were watching the 
elephants, a keeper placed a bucket of 
water in front of them. Just then a 
small black and tan dog skipped up to 
the water bucket to take a drink. The 
elephant wound his trunk around the 
unfortunate dog. shoved him in his 
capacious mouth and swallowed him 
alive. The lady who owned the dog 
saw her pet disappear and 
crying. — Poughkeepsie Eagle. 



DcpHBT RY THF RFHRETARY 
HhrUH I Oi I lit DturiBiMni 



OF THE 



UNION TRUST COMPANY, 

OF MAYSVILLE, KY„ 

Of Its Condition on July 1st, 1892. 



RESOURCES. 

Vault and Fixtures 

Bills Receivable, 4c 

Cash... 



..$ 3,800 00 
.. S0.6M 63 
.. 2,004 61 



Total f 56,397 SJ 



LIABILITIES. 

capital Stock • »•$*> g 

Surplus 1 >*E ,1 

I miivlded Profits .SKS 

Dividend No. 2 WW " 

Trust Funds '■" 89 78 

Total ..iM.aW« 

t Is true 



L W. W. Ball. Secretary of the I'nlon Trust Company, do swear that the above statement is I 
to the beat of my knowledge and belief. W. * BALL, Secretary. 

Stati! of Kbnti'cky, County or Mason, sct. 

Sworn to before me by W.W.Bali, Secretary, this 1st day of July, 1892. 

CHARLES U. PEARCE. JR., Notary Pubtlc, 



CNION TRl'ST COMPANY acU as Administrator. Executor. Guardian. Assignee, Receiver and 
Trustee for Estates, Corporations and Individuals. Buys Land. Notes. Loans on approved collat- 
erals and first mortgage on real estate, and has on hand at all times for sale Hrst Mortgage Bonds. 

SaTSAFE DEPOSIT VAULTS.-®* 



BANK OF MAYSVILLE 



Statement June 30th, 1892. 



Loans and Discounts fctftt.siw 88 

Overdrafts 4,7:10 99 

Real Estate for Debt - 1.367 01 

Banking House 15,000 00 

I'. 8. Bonds 1,000 00 

other Bonds 1460 M 

Due from Banks 116,3119 SO 

Cash • ...*• ■ 32,601 37 



Total. 



Capital Stock ... 

Surplus 

Fund lo pay State Tax 



..SISS^OO oo 
2.264 '27 
1,125 00 



Individual" Deposits.. • #♦••«• ••••••• 

Due to otherl liiuks 6,883 61 



Total 1458.438 11 



UNCLAIMED DSIUSlIt 

BaptSmbtr 1, 1871, P. Murphy : 

January 10, 1874, A. R. Taylor 

I, J. F. Barbour, Cashier of the above- 1 
ment 



HMNHWHNMMWHMHtNMW 
4,.»,MMI»MW.,W„ MHI .M • 



.1 $ 50 00 

400 00 



ted bank, do solemnly swear that the foregoing state- 
it is true to the best of my knowledge and belief. J. F. BARBOUR. Cashier. 
Sworn to before the undersigned this 30th day of June, ISM. „ „ 

R. K. ■SSSUDM, Notary Public. 



MITCHELL, FINCH & CO.'S BANK, 



Statement June 



RESOURCES. 

Loans and Discounts. S141.102 10 

Overdrafts 3,069 01 

Banking House, Furniture, Fixtures.... 24,4:13 64 

Due from other Banks 20,558 83 

Cash l.W, 9.1 



Total nam n 



30th, 1892. 

LIABILITIES. 



Capital Stock.. 

Undivided Profits 

Individual Deposit* 

Due to other Banks 



•I 



$100,000 00 

.. 7,190 62 
.. 102,826 03 
.. 1,042 88 



Total $211,0*9 53 



I, A. Finch, Cashier of the 
is true to the best of my kn< 
Sworn to before the u: 



^te«i e r k ' "° so,em,,ly sw " r lh l STCIf MET 1 

ndcTslgned this 30th day of June. 1892. J. F. PEItlUE. Notary Public 



A Mixed Season. 

A truthful farmer, living near Salem, 
Or., is authority for the statement that 
in his garden oue day last week they 
were planting, digging and hoeing pota- 
toes. They were digging last year's 
crop, after being in the ground through 
what the calendar calls winter, and they 
were hoeing potatoes that were planted 
some time ago. 



BEEHIVE. 



Mix People Drowned. 

Berlin, July 1.— A sad accident is re- 
ported from Warendorf, a town of Rus- 
sian Westphalia, sixteen miles east of 
Munster. A party of eight young peo- 
ple were boating on the River Ems. 
The boat i <rung a leak and took water 
so rapidly that it was impossible to 
reach the shore. Six were drowned by 
the upsetting of the boat, five of them 
being girls. 

Steamboat Captain Suicide*. 

St. Louip. July 1. — Captain Joseph 
White, a well known river man, com- 
mitted suicide last night by shooting 
himself with a revolver. The cause is 
believed to have resulted from shame 
and remorse. Captain White was ar- 
rested yesterday morning on complaint 
of a woman, who charged him with as- 
saulting her in the cabin of his boat. 



UAILitOAD SCHEDULE. 



CINCINNATI DIVISION CHESAPEAKE AND OHIO. 



SO. i... 

So. 'JO.. 
So. IS,, 
So. 4. .. 
No«. 



D, and Nos. 17 and 18 the Huntington accom- 
Klatioii. 'Nos. 1 and 2 are the fast express and 



East. West. 

0:30 a. m. No. 1 ..6:20 a. in. 

7:40 p.m. No. 19 5:40 a.m. 

4:45 p.m. No. 17 10:15 a. m 

8:00 j». m.jNo. 8 4:25 p.m. 

19 and 20 are the Maysvllle accommoda- 
:lon, and N 
noil 

Sos. 3 and I the F. F. V. 

No I iF. F. Vj Is a solid train with through 
dining car and Pullman sleepers to Washington, 
Baltimore, Philadelphia and New York. Through 
Pullman sleeper to Richmond, Va., anil Old Point 
Comfort. No. 2 U a solid tialu with Pullinau 
tlaraer to Washington, maklug all eastern and 
■outa -eastern o in nee t ions. 

Th« iK'i'ommodation trains are dally except 
Sunday ; the rest are dally. 

Direct connection at Cincinnati for point* West 
and >outh. 

Add tw.-uty-slx minutes to get city time. 



kUTSrrUJ DIVISION KlWrCCKY CENTRAL. 

Southbound. 

l.i uw Mavs\|!ie at 5:30a. m. for Paris, Lexing- 
ton. Cincinnati, Richmond, Stanford, Livingston, 
lulllco. Middlcsljopiugh.Cumberlaud Gap. Frank- 
fort, Umisvllle and points on N. N. and M. V.— 
BtjMarn Division. 

Leave kUyvrlllc at 1:69 p. m. for Paris Cincin- 
nati, Lexinftoa, Winchester, Richmond and 
points on N. N. and M. V.— Kaatern Division. 

MHUosmE 

Arrive at Maygville at 10:00 a. m. and 8:15 p. m. 

All trains dally except Sunday. 

Add twenty-six minutes to get city time. 



500 GLORIA UMBRELLAS, 

Size, twenty-six inches, with 
very pretty handles, only 89c. 
each, regular price $1.25. An- 
pother big lot|atf$l each, fully 
worth $1.50. 

Twenty-five dozen of our 35c. 
Stitched Back Mitts, all silk, 
at 20c. a pair. 

EXTRAORDINARY CORSET BARGAIN : 

We bought cheap a very large 
lot of a popular dollar Corset, 
and will offer them at 05c. 
each. This bargain has never 
been equaled. 



PALM LEAF FANS I CENT EACH. 

Mosquito Bar, two yards wide, 
5c. per yard; fine Checked 
Nainsook, 5c. per yard ; good 
Outing Cloth Shirts,25c. each; 
Ladies' I. rather Belts, 10c. 
each; Black and White Sat- 
ines, yard-wide, 7 l-2c. See 
our genuine British Socks, 
Seamless, only 12 l-2c. per 
pair; Ladles' Ribbed Vests at 
8 l-3c. each ; elegant Scrim, 
forty inches wide, at 5c. per 



Summer Reading: 

POEMS AND YARN-? ,, v RUoy U( ] itm sj ye . 

PUCK'S SL'NSHINK. 

PECK'S HA D l!HY AND HIS PA 

IN" i CPlD'g TOILS. 

ROSE MATHER, by Marv J. Holmes. 

WHY I'M SINGLE, bv R. 

THE SCARLET LETTER. 

VNCLE TOM'S CABIN. 

MEMOIRS OF TWO YOL'NG MARRIED WOMEN. 



Summer Reading: 

REFLECTIONS OF A MARRIED MAX. 
ELSIE VENNKR, by Holmes. 
WHY I'M SINGLE. 

NIGHT TEAS. 

1 .KKALDINE, in Blank Vena. 
WEBSTER'S POCKET DICTIONARY, Me, 

TO BE FOCNn AT . 




Wholesale Booksellers and Stationers, and deal 
ers In Wall Paper and Window shades. 




THE LEADERS. 



ROSENAU BROS 

t ! >' T I ) . Ot I 1 I 1 )' • V 



Proprietors Bee Hive. 



Fancy Ripe Peaches, 

Large Tennessee Tomatoes, 

Large, Home-grown Potatoes, 
Home-grown Beans, 
Young, Tender Peas. 

Home-grown Cucumbers, 
Tender wax Beans, 

New Sweet Potatoes, 

Fancy Raspberries and Strawberries. 

' •: • i:i . 0 i.l .v. . 

IF YOTJ WANT A FINE SUNDAY DINNER CALL 
AND SEE DA 

•sVWATEKMELON'S ON ICE.-SW 



DHL I LL & C O., 

FANCY (i HOI ERS. 



SALE AMD FEEO STABLES 



•I. M" 



WINTER & SCOTT 



"1 



The J © wel. 



Get the best. You will save money by doing 
so. TheJEWELGASSTOVE8(Heatingand (<>ok- 
lngl are made of the best material and are nn- 
equaled. Honesty and Ingenuity are combined 
lu Uieir construction. Try one. For sa'e by 
J. J. FITZGERALD, 
The Sanitary Plumber and Steam and Gas Fitter. 



Have o|>ened a Livery. Sale and Feed Stable on 
Wall street, east side, between Front and Second. 
Horses for sale or hire at all times. Board- 
ing t.y the Day, Week or Month. Single Feed for 
i> cents. Your putronage solicited. Best of at- 
tention given all horses left in imr care. Special 
attention to Breaking ami Training Horses, tal 

Reapers and Mowers. 

[oaaph H. Dotttoh, agent for the celebrated 
W lately Reapers and Mowers, m Sprlngi'ield O 
and lapaln of the Champion Machines. Corner 
Second and Wall, Maysville, Ky. ta22 



QPIUM 

•*WAu*uut.Uit. oai 



landWolikayaaUta 

leured at home with- 
loutpaln. Book of par- 
ticulars s<ent FREE, 
i ll M.WOOLLEY.M.I). 
i i»u tu. 4 i». Office JMK Whitehall at. 



If You Have Your Own Interest! and 
the City's Welfare at Heart Be 
On Hand To-night. 



A public meeting has been called to 
consider the proposition to establish 
a stove foundry in the East End. 
It will be held to-night at the Council 
Chamber, and all who have the city's 
welfare at heart, and who desire to ad- 
vance their own interests are urged to be 
present. 

Of course every citizen of Maysville is 
especially invited and is urged to be on 
hand. The list handed the Bulletin and 
published yesterday was made up hur- 
riedly, and many names were uninten- 
tionally omitted. 

Let all unite in this move to secure a 
big enterprise. 

Mr. Isaac Shuler, Jr., a member the 
Howe Stove Company, will be in Mays- 
ville to-nigh t. 

G. 8. Judb, insurance and collection 
agency. ^ ^ 

Mr. T. K. Ball, who has been ill sev- 
eral weeks, is improving. 

Dari'TY Marshal Stockdale was able 
to come down town this morning. 



Geo. W. Sulskb, law, fire insurance. 
Tornado policies— W. R. Warder, agt. 



Cheapest wall paper at Greenwood's. 

Extra fancy yellow bananas at Bona's. 

Property of all kinds insured by Duley 
& Baldwin. 

A. M. Campbell, real-estate, loans and 
collections. 



Master Frank Dawson 
malarial fever. 



is ill with the 



The county levy in Fleming this year 
is only 15 cents on the $100. 



Mk. John Altmeyer has moved into 
his new residence on West Second street. 



The Union Trust Company has de- 
clared an annual dividend of (i per cent., 
payable to-d ay. 

Lyman Mildon, one of the big farmers 
of Madison County, assigned Thursday. 

Liabilities, $12,000. 

*-* 

To-night is the last night Miss Isabel 
Richeson will serve ice cream at her 
home on East Second. 



Five hundred volumes cloth bound 
books, Stratford edition, 20 cents each> 
at Kackley & McDougle's. 

Mr. and Mrs. L. M. Mills will make 
their home in Mrs. C. S. Miner's resi- 
dence on West Second street. 

Rogers Clay defeated Colonel John O. 
Hodges for the position of Superintenr 
dent of Lexington's city schools. 

See statement of that old financial in- 
stitution, the Bank of Maysville. It has 
nearly $500,000 individual deposits. 

The fourth and lust call of 40 per cent, 
has been made on the stockholders of 
the Maysville FuelCompanv, payable on 
July 12. t| 

Dr. Hale's Household Ointment is 
effecting more wonderful cures than any 
remedy in the world. Ask Power & Rey- 
nolds about it. 

» • • 

The total valuation of Covington prop- 
erty as assessed for the year 1892 is $18,- 
448,890, showing a total increase of $984,- 
(>75 over last year. 

Dr. C. W. Aitkin, of Flemingsburg, is 
an enthusiastic Prohibitionist, and has 
been attending the National convention 
at Cincinnati this week. 



The Bank of Maysville to day declared 
a semi-annual dividend of 3 per cent. 

Don't forget the genuine slaughter in 
prices on summer footwear at Minor's 



Hardin Perkins, aged fifty-five, wedded 
Mary C. Estepp, aged twenty-seven, at 
Flemingsburg. 

New wheat promises to open at about 
70 cents a bushel at Flemingsburg, says 
the Times-Democrat. 



Pl/l^ELy PEl^j50]^'/l'lj. 



Mrs. E. Myall 
from Cincinnati. 



returned last evening 



* • 



Mr. Stockton L Wood 
Springs this morning. 



went to Glen 



V 



Mrs. Ida Whitt 
iting Mrs. W. B. 
ward. 



>ad,of Louisville, is vis- 
Dawson, of the Fifth 



Dr. W. S. Moores, of Louisville, called on 
the Bulletin yesterday. He is here vis- 
iting relatives. 



*• 



Mr. E. Stanley Lee, traveling repre- 
sentative of Proctor & Gamble, is spend- 
ing a few days at home. 



V 



Mrs. Jane Styles, of Germantown, is 
visiting her granddaughter, Mrs. Wm. 
McMullen, of 205 East Fourth street. 



V 



Judge John S. Ducker, a prominent 
attorney of Newport, was in Maysville 



Five hundred volumes 
books, Avon edition, 2i 
Kackley & McDougle's. 



bound 
each at 



Greenwood's paint store has the latest 
in wall paper, the best mixed paints»and 
the lowest prices on everything. 
~ 

Rev. D. D. Chapin officiated at the 
marriage of Mr. S. E. Johnson and Miss 
Tina Nesbitt, mentioned yesterday. 



The tax rate in Nicholas County this 
year is 94 cents on the $100, 40] for county 
pu 



Three of "Uncle Jack" Hook's string 
of trotters will start in races at DanvBle, 
111., next week. He left Paris Thursday. 



Leonard Mitchell, an employe of 
Lexington's electric street railway com- 
pany, caught hold of alive wire and may 
die from the shock. 



The two-story frame residence at Con- 
cord, occupied by Mr. Wm. Ort, was de- 
stroyed by fire this week. Mr. Ort saved 
most of his household goods. 

— - — ■++ 

The School Board at Covington will, 
this evening, settle the contest for Super- 
intendent. The opponents of Professor 
C. J. Hall, ex-Maysvillian, claim they 
have 



The Cincinnati Enquirer's artistic head- 
liner is Hon. Charles L. Doran, an ex- 
member of the Ohio Legislature. It is 
said his salary is $15,000 a year. 

The examination of teachers for the 
white schools of Mason County is in pro- 
gress to-day. The examination of colored 
teachers will be held next Friday. 

Mr. Thomas Pollitt has been chosen 
Piincipal of Dover's school the coming 
session. Miss Tillie Evans and Miss 
Georgia Pollitt will be his assistants. 

The Kentucky woods will be swarming 
with candidates for Circuit Judge and 
Commonwealth's Attorney just as soon 
as the Governor signs the bill fixing the 
districts. 

— 

A traction engine was used this week 
in moving Frazee & Thomas' mill at 
Dover. The engine was abou twelve 
hours pulling the building a little over 
half a mile. _____ 

The ladies of the M. E. Church, South, 
at Sardis, will serve ice cream, cake, lem- 
onade, Ac, in the parsonage yard Satur- 
day evening, July 2. Everybody cor- 
dially invited to attend. 

Just in midsummer we offer our en- 
tire line of ladies' fine summer footwear 
at about one-half price. We are de- 
termined not to carry over a single pair 
of them. Miner's SnoE Store. 



Mitchell, Finch & Co.'s Bank has 
been doing business eighteen months 
and makes an excellent showing to-day. 
See statement. Its individual deposits 
amount to $102,826.03. 



The condition of the Union Trust Com- 
pany is shown by the statement else- 
where. It declares an annual dividend 
of 6 per cent, to-day, and its surplus and 
undivided profits amount to over $1 ,700. 

Use the Diamond spectacles sold by 
Ballenger, the jeweler. They are scien- 
tifically constructed and adjusted so that 
the core or" centro of the lens comes 
directly in front of the eye, producing a 
clear and distinct vision. Such unpleas- 
ant sensations as glimmering and waver- 
ing of sight are prevented. 



Mr. W. C. Miner has succeeded the 
firm of C. S. Miner & Bro., and is now in 
charge of the oldest shoe house in Mays- 
ville. This establishment has been con- 
ducted by the family since 1832. 

• Diamonds in every conceivable style of 
mounting; watches for ladies' and gents ; 
jewelry and silverware at lower prices 
than any other house, at P. J. Murphy's, 
the jeweler, successor to Hopper A Mur- 

phy. 

The ice cream supper given by the 
King's Daughters of the Church of the 
Nativity at the home of Mr. and Mrs. 
Theo. Lowry was well attended and was 
a pleasant affair. The receipts amounted 
to $10.85. 

A very enjoyable time is anticipated 
on the excursion to be given this evening 
ing on the Laurance by the Christian En- 
deavor Society of the Christian Church. 
Boat leaves wharf at 8 p. m. Good music 
aboard. The public invited. 



Having formed a partnership with Dr. 
J. H. Samuel, I desire very much to have 
my private business closed up. Those 
knowing themselves indebted to me will 
oblige very much by settling their ac- 
counts at once if possible. 

J. T. Strode. 

William Ireland died at Flemingsburg 
yesterday after an illness of several 
weeks. His remains were brought here 
and interred in the cemetery at 10:30 
o'clock this morning. Deceased was a 
citizen of Maysville some years ago, and 
was a member of the firm of Han- 
cock & Ireland, contractors and build- 
ers. Among his surviving children is 
Mrs. George Wilt, of Flemingsburg. 

Samuel Humphreys and Mrs. Amanda 
Ward were married at Flemingsburg this 
week. This was the groom's second and 
the bride's third venture. Humphreys 
is the man who went to Flemingsbuag 
about two years ago in blackberry time 
to get some liquor to make " blackberry 
corjel," and who was swindled by two 
colored men, who sold him two half gal- 
lon jugs of rain water for $3, and told him 
to get out of town with it as soon as pos- 
sible a- the Marshal was after them. 



Miss Daisy Ball, of Millersburg, and 
Miss Rebecca Ball, of Shannon, are the 
guests of Mr. and Mrs. John T. Parker. 
• ■■ 

Hon. G. C. Lockhart and daughter, of 
Paris, came down yesterday morning, 
and left for Glen Springs in the after- 
noon. 

■ i 
I 

Mr. ArthurW.Simm, of Peabody, Mass., 
arrived last evening, and is the guest of 
his friend Master Commissioner Allan D. 
Cole. 

y 

Mr. J.B. Cheesman, of Aberdeen, who 
has been in Cincinnati, returned home 
last evening, accompanied by his son, 
James H. Cheesman, who has been in 
the Indian Territory for some time. 

*«* 

Mr. C. P. Vawter, of Bpringdale, and 
his niece, Miss Aureana Tnu's.k-11, of 
Cove Pale, visited Niagara Falll tha pM< 
week. Returning they stopped awhile 
at Buffalo, N. Y., Erie, Pa., and Clew- 
land, 0. 

Wm. Kosher bus soH his saloon on 
Market street to M.J. Sweeney. II. -re- 
after Mr. Kosser will be found at his old 
place of business, corner of Front and 
Limestone. 

Mr. and Mrs. Ovendorf, of Blooming- 
ton, 111., are here on a visit to the fam- 
ilies of Mr. Thomas Neal and Mrs. Mary 
Spalding. Mrs. Ovendorf is a daughter 
of Evan G. Ricketts, who formerly lived 
in Maysville. - 

• ■ 

Fourth of July Excursions. 

The Chesapeake and Ohio will sell 
cheap excursion tickets between all sta- 
tions on its line July 2, 3 and 4, 1392. 

On July 4th, a special train will leave 
Cincinnati at 7:45 a. m. over the C. 
and O. railway and run to Ashland, 
Kentucky, returning leave Ashland, 
at 2:55 p. m. and reach Cincinnati 
about 8 p. m. For this special train 
rates have been made at less than one 
fare for the round trip. Inquire of C. and 
O. ticket age nt for additi onal information. 

Real Estate Transfers. 

E. C. Myall to Lettie Jones, a house 
and lot in Sixth ward; consideration, 
$450. 

T. M. Pearce to Maynard Brown, a 
house and lot on Elizabeth street, Sixth 
ward ; consideration, $750.| 

John L. McMillan to B. G. Thomas, 
grantor's undivided half interest in 35 
acres of land on Absolom Creek ; consid- 
eration, $1,22 5. 

When Traveling, 

Whether on pleasure bent, or business, 
take on every trip a bottle of Syrup of 
Figs, as it acts most pleasantly and effect- 
ively on the kidneys, liver and bowels, 
preventing fevers, headaches and other 
forms of sickness. For sale in 50Jcents 
and $1 bottles by all leading druggists. 

Internal Revenue'. 

Deputy Collector Wadsworth reports 
the following for last month : 

Tax paid spirit stamps $28,953 00 

Tax paid cigar stamps ».V> to 

Tax paid tobacco stamps l.aflO 7i 

Special tux '.J.atf SJ 

Total 

Collections for June, 1891. 



% 33.8M H5 

31V-M5 24 



Stated meeting of Limestone Lodge, 
No. 36, K. of P., this evening at 8 o'clock. 
Installation of officers and other impor- 
tant business. A full attendance desired. 

J. Wesley Lee, C. C. 

John L. Chamberlain, K. R. S. 

The Christian Endeavor Societies of 
Augusta will be represented at the Na- 
tional convention in New York next week 
by Misses Sue B. Orr, Lenora Bobbins, 
EmmaCablish, I^ona Reese, Sue McKil.- 
ben, Jane Whitehead and John Cablish. 
The party will leave Tuesday. 



Pon-zo-si-na Lotion and Rouge, the 
greatest i •omhination of complexion beau- 
tifiers, at John C. Pecor's. 







Items Picked Up By the Bulletin's Cor- 
respondents in Mason and 
Elsewhere 



onutAMowir. 

Mrs. V, B. Johnson, of Covington. I< visiting her 
son, W. C. Johnson. 

Mrs. H. Yates, of Augusta. U \ i.Mtiug her father s 
family, Mr. W. Williams. 

Mrs. Emma Cooper ami children nr* with the 
family of her parents. Mr. nixl Mr-- Kil Harris. 

Miss Dora Renaker, of Covington, will spend 
awhile with her grandmother, Mrs. T. M. Dora. 

Miss Kahler, of Robertson County, is visiting 
her lister, Mrs. nam uallagher. 

Our base ball team were so Imd'.y beaten by the 
Mt. Olivet Club on last Friday ami again by the 
boys from Ikrlin on Saturday that out of com- 
passion tot them we decline to print the score. 

The dinner prepared by the 'adles of the town 
and vicinity, assisted by kind friends from 
Hebron, wusa sumptuous (Dilation and heartily 
enjoyed by the friends of the Sabbath schools. 
Among those from a distance we noticed Mr- 
Robert 1'ollltt and Mrs. T. F. Winter of Mays' 
ville, Rev. Dr. Stevenson, of IUrbourvllle, Ky., 
Revs. Chllders and Ramsey, of Augusta. The 
editor of the Chronicle was present with his in- 
teresting daughter, and will doubtless give a full 
report of the proceedings in his paper. The 
preachers of Germantown were noted for their 
absence. 

S.VRIHS. 

Moonlight fete in this village Saturday night. 
.Inly 2. The revenue to go toward paying for 
par.-otiH«e stable. 

Miss Km Browning and lu-r fUMta, MImM Bur- 
gess ami McDougle, dined witii the Proctor and 
Wood families and took :> O'cloOk tea with Mrs. 
Wm. Chanslor Tuesday la.t. 

On July ti, Mr. and Mrs. .buries suit are expect- 
ing as visitors from Port Car ]••:.. Mr. Wilfred 
Heebner and his sister, Mis* Berta Heebuer- 
brother anl sister of Mrs. .Suit. 

At Judge and Mrs. John Ball's d1nlD| on shan- 
non Tuesday last, five of the guests were over 
seventy years of age. The dining was super!), 
uud the following Jl IMtl wen- p re-tent : Mr. Rich- 
ard I'yies. Mrs. I'riscilla Andrews, Mrs. June Ball, 
Mike Glenn, Mrs. John M. Ball. Judge Ball, Mrs. 
Mary A. P.rowniir,' and Mrs. Sue Wright were 
among the younger g>iests. 



WANTED. 



flt7f% lOtMOean mad- monthly working for 
Of J B F JOHNSjON A Co.. aflufj-a l-tVfl Mam 



street. Rleh nond. 



tjll 



■ ATOM w5o w.ll So writing for me at their 
I , homes "ill mate good wages. Anplv with 
self- addressed stamped envelopes. MISS MIL- 
DRED MILLER, South Bend, Ind, 



FOB HALF. 



(.'(ill SA I,!'.— A very desirable house and lot on 
P for**) o . • tine. The DOUM tl new. Biodarti 
in stvle. six rooms, halls, pantry, bath room, 
good cellar. LotSBxltt feet. At UJMO. Thlslsa 

bargain. M. C. HI TCHINS, Agent 

|jX lR SALE— Elegant two-story iranie residence 
r on Forest avenue; lot 86x180; house aud 
grounds in superb condition. Will be sold at a 
bargain. M. C. HtTi'lUNS. Agent. 



{.nil: ,-ALK— Seven-room frame dwelling in 
r West End at fl.soo. on liberal terms. Lot atsjd 
on street ear line. M. C III 'P 'II INS. Agent. 



IJoR SALK-The splendid suburban residence 
' and grounds of A. J. MeDougle, K*q..— nearly 
» acres. This Is one of the loveliest homes on the 



OblO river between Pittsburg and Cincinnati, 
and can be purchased at a great bargain. M. C, 
MIH 1IIN- A gent 

autiful building 



Ilfll: SALE— A number of b. 
J; lots, choice locations, in Fast End, on terms 
to suit purchasers. Now is the time to Invest In 
our thriving, growing city. M. C. HI T< HISS, 

Agent. 



IV" I! SALE— Fresh cow. giving three and oue- 
r half gallons rich milk daily, cheap, if sold 



this week 
2.M 3t 
.V>R 



Call at 210 W. Second street.' 

0. s. LUCAS. 



• .it >K SALE— A nil 
r to CAPTAIN G; 
A H umphreys 

pTok.SALK" 

series 



new. 
. ut Mcllvain 



Two good jersey Milch Oom, Ap- 
H. c. IHETERICH, at Kentuckv^Nur- 



FOUXI>. 



FMifND— Monday, on Sardis pike, a meraoran 
dum book, with a lot of papers, among them 
a check 00 Ml, "livet Iiank, payable to J. 1>h\ 
Owner can get same by calling at this office. 2-.MH 



FOR MEN ONLY! 

iFor LOST or FALLING MANHOOD. 
0«cer«l and NF.RV0US DEBILITY, 
Wf akr.ru of Body and Kind, Effects 
t Errors or Exaeuet in Old or Toanjr. 
IIOOO rail; Rr.loml. H»« lo lalarga ml 
h*nw«ih.pSIUfc,| Mm a L'TMi OKI,* s s * PARTS af BODY 
Ahwlulrlr D«r<lll. ( HOIK <UHH1KSt-H-n.ni. laadtr, 
n» ir.llf, froal 10 Slain mm4 ».,r»l«» I uunlrl... WHU> ta.au 
l.r Book, ai^ilasaUuB and pnoh aaall«l(ataJt*-)rrM. 
ERIE MEDICAL CO.. BUFFALO ,N. V. 




DRUNKENNESS Opium 

t ; T . -"it ■ . wehiut p»tn or shock 




Dress 




CHINA SILKS, - - - - Reduced From 45 to 37,c 
CHINA SILKS, .... Reduced From 65 to 52-c 
BEDFORD CORDS, Newest Styles, Reduced From 12 to 10c 
NOVELTY DRESS GOODS, 38-inch, All Wool Filling, 25c 
IMPORTED ALL WOOL CHALLIES, Elegant Styles, 
Worth 60 and 65c, 50c 



BROWNING & CO., 

WEST SECOND STREET. 



ALL KINDS Or- 



AT 

THOMAS J. 

CHENOWETH S DRUG STORE. 



Machine 
OILS 



McCLANAHAN : & : SHEA, 




1RBOWER & CO., 



-Wholesale and Retail Dealers In- 



STOVES.GRATES, MANTELS.TINWARE. 



SOLE AGENTS FUR 



THE CELEBRATED JOHN VAN RANGES. 



HEAVY WEIGHTS FIGHT. 

Joe Ooddnril, of A uittrulttt, Knocks Out 
Jom McAullOV, of California. 

San Francisco. July 1.— The fight for 
a purse of f£!,. r HX), lx-tween Joe Goddard, 
the Australian heavyweight, and Joe 
McAnliffe, the ex-champion heavy- 
weight of the Pacific coast, took place 
last night in the Republican wigwam in 
thepresence of 4.000 persons. 

The men opened the seance in ham- 
mer and tous;s style. McAuliffe having 
the best of it in the first two ronno <. 
One of his blows in tne first knocked t'-e 
Australian off his legs. Goddard * a 
game and unhurt, however, and came 
back at the Frisco lad with vigor. The 
fighting fell off a little in the third and 
fourth rounds, but in the fifth Goddaid 
forced matters. McAuliffe acting entire- 
ly on the defeii-e. 

Hard fighting by Goddard was the 
feature of the sixth and seventh. In the 
eighth he fought Mac to the ropes. M; c 
braced up in the ninth, and landing sev 
eral hard ones in the face, made God 
dard somewhat Groggy. 

The men fought ;ii dose range in the 
tenth, Mac receiving some fearful pun- 
ishment in the face and stomach. 

Goddard went at Mac like a cyclone 
in the eleventh, punching him all over 
the ring. He had to go into Mac s corner 
to open proceedings in the twelfth. Joe 
uppercut the Californian several times 
in the thirteenth and fourteenth rounds, 
and forcing him into a corner, ham- 
mered him viciously about the face. 

Throughout the fifteenth round Mac- 
was a chopping-block and was finally 
knocked out. 

Goddard showed that he was a hurri- 
cane fighter, posssessed of great 
strength. 

INHUMAN PARENT. 

A Fiendish Father Attempt* to Mnrdei 
His fintlre Family. 

Raleigh, July 1.— Near Lnmberton, 
last evening, Frank G. Mears, a white 
man living near there, compelled hit 
six-year-old son to walk home. Being 
tired when he reached there he lay down 
on the steps and fell asleep. The father, 
finding his wife in bed sick, picked up a 
piece of plank and attempted to kill her. 
She fled with a baby in her arms, but 
the fiendish husband dealt the infant 
two blows on the head. He then beat 
the other children most brutally, saying 
he would kill them all. 

To the boy lying asleep on the step he 
dealt a fearful blow on the back of tht 
head, badly fracturing his skull. The 
inhuman man removed his blood-stained 
garment*, put on his best clothes, and 
came to Lnmberton. News of tht 
bloody tragedy was soon known. The 
sheriff instantly arrested Mears and 
lodged him in jail. The youngest child 
will die. The others are unconscious, 
and will either die or be crippled foi 
life. When asked where his children 
were, Mears replied their bodies are at 
my place, but their souls are in heaven. 

DEATH _OK A DIVINE. 

Rot. Dr. Walter WlUlMM Die* in Bat 
tiiuoru. 

Baltimore, July 1.— Rev. Dr. Wal 
ter Williams, late rector of Christ's 
Protestant Episcopal church, died 
at Sudbrook Park, at where he 
was residing for the summer with bit 
sister. In October last he resigned the 
rectorship of Christ church on account 
of illness. 

Dr. Williams was a native of Norfolk, 
Va., and waa about sixty-two vears old. 
He was well known in the Episcopal 
clergy for his m liolarly attainments. 
He had been the rector of Christ's 
church for 1< ■Ji 1 iirS| and before coming 
to this city had charge of the congrega- 
tions at Leeslrary, Va., Georgetown. 
D. C, and St George's church in New 
York. 

Will Erect Carbon Work*. 
Nfnn.Esvii.i l'. Ind., July 1.— Eastern 
capitalists have arrived in this city with 

plana and specificatioiu tor the mam- 
moth carboii works which have been 
talked of t'oi > nine time. The plans for 
the building' are now open for the in- 
spection ol contractors, and the manage- 
ment is read' to receive bids lor con- 
struction, is the intention to begin at 
soon as poaaiblo, and the works will be 
pushed to an early CompletioiL There 
are but lew inch manufacturing plant) 1 
as this in th< gas belt, and Noblesville is 
to be congr; 1 Hated on securing such an 
Important industry. It will iu; nish em- 
ployment to mure laborers than anv 
manufacturing plant that has as yet lo- 
cated here. 

The American Hen II. is Protection. 

Ottawa, July 1.— A bulletin issued 
by the finance department shows the 
possibilities of an egg trade with Great 
Britain. Th" egg trade with the United 
States last year wai valued at |1,177,K:J1, 
as compared with $2,005, 4;S."i in 13C3 
Since the McKiuley bill went into oper- 
tion Canadian eggs have sought a market 
in England. For the six months enu 
ing with September, 1N90, the exports 
from Canad.. to Great Britain were only 
$1,208, but for the year ending Sept. 30 
last the figures reached ^T.O.OOO. 

A Just Domunil. 

Baltimore, July 1.— One thousand 
coat tailors went on a strike Thursday 
in an effort to free themselves from 
"task'' work. Heretofore each tailor 
has been alloted a certain amount of 
work by the contractors, to be done in a 
day. Sometimes to finish this, it is 
claimed, a person had to work fourteen 
or sixteen hours. The men want to 
work ten hours a dav for reasonable 
wages, an d have weekly p ay days. 

Wrecked by a Cow. 

Streator, Ills., July 1.— A freight 
train was wrecked two miles west of 
Winona, on the Chicago and Alton line, 
last evening, by striking a cow of a 
crossing. Engineer William Bellows, 
of Lacon, was instantly killed, and 
Fireman Reeder, of Dwight, had one 
foot crushed. The engine and several 
cars went into the ditch. 



Itase Hall. 

At Cincinnati— Cincinnati 7, Chicago 7; 
game called on account of darkness aftei 
twenty innings had been played. 

At Philadelphia- First game, Philadel- 
phia 9, Washington 8; second game, Phila- 
delphia. 8, Washington 3. 

At Cleveland-Cleveland 5, Pittsburg 0. 

At Louisville- Louisville 4, St Louia 2. 



THE MARKETS. 



GROCERIES AN1> < (>t NTRY PRODITE. 

GREEN COFFEE— ¥ It 20 @2S 

Mm 188EB— new crop, >■ gallon SS $S0 

Golden Svrup 35 $40 

Sorghum", fancy new 3ft (jj40 

srGAR-Yellow.vrt. 4 | \% 

KxtrnC, Vfb 5 



• • ..St. 



A, V It. 

(irauulatcd, Y It' 

Powdered, Y It' 

New Orleans, Y ft 

TEAS — ti lb 

( OAI.olI. HeHdlU-lit.fi frallo. i. 
H.\( ()N-Rrcakfast, Y It. 

(Icar sides, Y tt> 

Hams, lt> 

Shoulders, V ft 

BEANS-V gallon... 

BUTTER— f 

CHICK KNS — Each . 

EGGS— fJ dozen 

FLOUR Limes ton*. Y barrel 

Old Gold, Y barrel 

Maysville Fancy, "f l>nrirl 

Maann < ounty. barrel 

Royal Patent, Y barrel 

Mavsville Family, Y barrel 

Morning Glorv. \> barrel 

Roller King, Y barrel 

Magnolia, Y barrel 

Bine Graxs, Y barrel 

Graham, Y Mick 15 

HONEY— V IK..,. •••••*• ••••• ••>•■• • Ill 



5 
5 

... 5 
... r >0@l on 
18 




HOMINY Hgollon. 
MEAL— ¥ peck. 



uu 

ft 75 
5 25 
5 00 
5 75 
5 7» 
IK) 
ia>0 

§u 

20 
20 

gS 

40 

:» 

(.t Id 



LAKD— Y I'oiind 9 

ONIONS — Y I'cek 

POTATOES — Y peck, new 

AITI.E8- Y peck 35 

CINCINNATI TORACCO MARKET. 
[Wednesday.] 
The "breaks'' were of moderate size, being 7ls 
hogsheads, which was 11"> less than the same day 
lust week. There whs a very lair attendance of 
buyers, and they were bidding tolerably well as 
I general thing. Trashes and lugs were in good 
demand, and the market was comparatively firm 
lor all that were in good condition. Common 
ami medium leaf was doing fairly except the 
sample! of red, which arc still ruling low. Good 
leaf and also choice was in good demand at un- 
changed prices. The Cincinnati sold forty-five 
hogsheads at Sr>g}fcU. The 71H hogsheads sold as 
follows : 

12 hogsheads at Jl OOrtitn 9ft 

::'< hogsheads at. .. 
321 hogsheads at.... 
18] hogsheads at. 

is hogsheads at, 

71 hogsheads at.. 

«IH hOgMtsVh ftt • ♦ 

12 hogsheads at.. 



• "> '• I" 



4 OOf I 9 ■ 
r, 003 " W 
8 (KVl 9 9f 
.10 oo&n 7,' 

.12 OOSl I 7", 
19 7ft 
00 





BARGAINS. 



Lawns and India Linens at 
10c. per yard, worth 15c; Pon- 
gee, Crepes, etc., 12£c. per yard, 
worth 20c. 

Ladies' Lisle Hose, 37£c., 
worth oOc. per pair. 

Chamois Gloves 90c, worth 
$1.25. 

Bargains in Carpets. 

HCEFLICHS. 

e 

211 and 213 Market St. 



REAL ESTATE 

FOR SALE, 

N1I.ANI) I'KOl'KRTY, I'U GTOWN. 
TWO HOCUS OF MRS QREKNWOOP, FIRST 
WARD. 

BOW OK N. A WOOD, FOREST AVENUE. 

.1 ANl'ARY PROPERTY. SECOND' STREET. AS 
a WH6LI OB skparatei.y. 

BROWN PROPERTY, FIFTH STREET, FOURTH 
WARD. 



A. M. CAMPBELL 

Real Estate Agent. 



R B. LOVEL, 



-DEALER JN- 



Staple and Fancy Groceries, Country 
Produce ot All Kinds, 

FRUITS. VEGETABLES. 

Norl)nr.,l <;„■>„ r Third ami Market Street*. 



The season for Home-grown HASPUKRKIK8 
is now at hand, and having arrangements, ai 
usual, with the most successful Fruit-growers, 
hotli in U wis County, Ky., and Brown County. 
Ohio, for their entire croim, I will he able to fill all 
orders, both small and large, with the very finest 
fruit produced In the country. 

Also big slock ol MASON FRl'lT JARS, bought 
at extremely low figures, which I intend to sell, 
iiv I did last' year, at Uneer print than anybody. 

People from the country are Invited to make 
my store headquarters. Goods delivered free. 



Administrator's Sale 

The undersigned, as administrator of James 
Stewart, Sr., deceased, will sell ut public auction 
to the highest and best bidder, on 

Saturday, July 2, 1892, 

at 3 o'clock, the household effect* of said di ced- 
ent, consisting of Furniture, Carpets, Reds, Red- 
ding, etc. Sale will take place at the late resi- 
lience of deceased, on Front street, In the Fifth 
ward of MaysviJle. Terms: Cash for amounts of 
f 10 and less, aim w hen in excess of that sum a 
credit of three months will be given, purchaser 
to execute note with good security, payable to 
Administrator. W. B. MATHEWS, Adm'r 
Muysville, Ky., Jnnc25,18!tt. 




Both the method and results when 
Syrup of Figs is taken; it is pleasant 
and refreshing to the taste, and acts 
gently yet promptly on the Kidneys, 
Liver and Bowels, cleanses the sys- 
tem effectually, dispels colds, head- 
aches and fevers and cures habitual 
constipation. Syrup of Figs is the 
only remedy of its kind ever pro- 
duced, pleasing to the taste and ac- 
ceptable to the atomach, prompt in 
its action and truly beneficial in its 
effects, prepared only from the most 
healthy and agreeable substances, its 
many excellent qualities commend it 
to all and have made it the most 
popular remedy known. 

Syrup of Figs is for sale in 50c 
and 81 bottles by all leading drug- 
gists. Any reliable druggist who 
may not have it on hand will pro- 
cure it promptly for any one who 
wishes to try it. Do not accept any 
substitute. 

CALIFORNIA FIG SYRUP CO 

SAN FRANCISCO. CAL. 
LOUISVILLE, KY. NEW YORK. N.V. 



PROFESSIONAL AND BUSINESS CARDS. 

J W. OALHRA1TI1, 

ATTORNEY 



And Counsellor at 
of Mason and adjoi 
tion paid to collec 



^yr s. yazeix, 

Second Street, Fifth Ward, 

PHYSICIAN AND SURGEON. 

Office at home, 425 East Second Street. 



j^R. P. O. SMOOT, 

Homeopathic 

PHYSICIAN AND SURGEON. 



Office Hours— 7 to9a. m.,1 to Sp. m.,7 to 9 p. m. 
Office, No. 34 Second St., late Dr. Holton's office 



,K. J. H. SAMUEL, 



D 

lEx-resldent Surgeon Good Samaritan Hospital, 
Ex-acting Superintendent Longview 
Insane Asylum,] 

Physician and Surgeon. 



Office and Residence : Third 
Wtal of Market. 



door 



| pC PARIS WHEELER, 

Office at Daulton Bros.' Stables, 

VETERINARY SURGEON. 



Cures all casps of lameness or no charge. Has a 
blister from French school that will not blemish. 



C 



W. WARDLE, 



DENTIST. 



EWITT C. FRA>'KLIN, 



DENTIST. 



WEST SUTTON STREET. 



J^J R. G1XMORE, 

Granite, Marbleland 

FREESTONE (WORKS. 

All kinds of Monumental work done in the beat 
Second street, above opera house. 



B 



OUU1JEN & PARKER, 



f John W. Bouldkn. 
1 J. En. Pakkkh. 



Insurance : Agents ! 

Office at Firtt national Bank. 

We represent first-class companies and solicit a 
share 01 your business. 



Q F. ZWEIGART, JR., 

DAILY MEAT MARKET. 

Uoruer of Second and Sntton Streeta. 



"HELLO! 



99 



■AYSV1XLE, SARDIS AND MI. OLIVET 



A Contrast 




Yet Both Are Human 
Beings! 

In the same way you will 
find certain buildings, all 
of which are stores, and yet 
what a difference ! 

TKis One is Elegant 
and Refined; 

that one is slovenly and 
barbaric. No doubt vari- 
ety is the spice of life, but 
people of taste and elegance 
will prefer to deal with 
HENRY ORT to running 
risks elsewhere. Come in 
and glance over our latest 
stock in Furniture. 

HENRY ORT 

11 EAST SECOND. 



Postolfice 
Drugstore. 

A Complete Line of every- 
thing usually kept in a first- 
class Pharmacy. Just re- 
ceived a large shipment of 

SPONGES.CHAMOIS 
AND SOAPS. 

Prescriptions accurately com- 
pounded at all hours. We 
assure you the very best of 
treatment. 

Power&Revnolds. 




PRIVILEGES TO LET. 



The Hotel. < 'onfectloucry, Stable and BaKKUge 
privlleKis will be let to the best bidder. The 
Board reserves the right to reject any or all bids. 
The letting will be on 



Monday, July 4, at 10 O'clock a. m., 

on the grounds. The Board expects lo have the 
following divines present during the meeting: 
Dr. Moore, editor of the Western Christian Advo- 
cate; Dr. Hamilton, of Boston: Dr. Aultman, 
Secretary of the Southern Kducatlonal Society. 
The preachers of the district are expected to be 
present. The meeting will be In charge of Bev. 
Amon Borelng, Presiding Elder. Any one desir- 
ing rooms or tcnui, write 
dtd I. M. LANE, Maysville, Ky. 



.siurvivors 



and 

Widows write 
for information. 



Indian Wars 
PENSIONS. 



1 8 years' expe- 
rience in the 
Bureau of 

D. I. MURPHY, 

P.O. Box 834. • • Washington, 1>. U. 



B. A. STOCKEALE, M. D„ 

rjpe&Unj win be at the Central "°. te ]i T "" RS ' 
1 > A Y , II ' I . Y 1 4, and remain one day , return- 
ing even aionth during the year. 




In charge of the Electrical and Surgical Depart- 
ment of the MEDB'AI. AND BVRQ1CAL INOTl- 
TUTK, Louisville, Kv. He treats all curable 
Medical aud Surgical discuses. Acute and Chronic 
Catarrh, diseases of the Kye. Ear. Nose.TbKHsl and 
Lungs, Dvspensia, BiighOs Disease, Dlalwtes, Kid- 
neys. Liver, Bladder/Chronic, aud Female aud 
Sexual Diseases. Epilepsy or Fits cured— a posi- 
tive guarantee. Young and middle aged Men 
sutlcring from Spermatorrhea and Impotcucy as 
the result of self-abuse in youth or excess in ma- 
turer years and other causes producing some of 
the following effects, as emissions, blotches, de- 
bility, nervousness, dizziness, confusion of ideas, 
aversion to society, defective memory and sexual 
exhaustion, which unfit the victim for business 
or marriage, are permanently cured by remedies 
not Injurious. Blood and Skin Diseases. Syphilis 
and complications, as sore throat, falling of the 
hair, paiu In the bones, eruptions, etc., are per- 
fectly eradicated without using mercury or other 
injurious drugs. Cionorhoea, (ileet, Mrictureand 
all I'rlnarv and Kidney troubles are speedily 
cured by treatment that has never failed. He 
underiakes no incurable enses, but cures thou- 
sands given up to die. Kemember the date and 
come early, as his rooms are always crowded 
wherever lie stops. Correspond* nee solicited and 
i oiiildentml. Address 

MEDICAL AND SURGICAL INSTITUTE, 
jii-difcwly Louisville, Ky. 



J. BALLENGER. 

Diamonds, 

Watches, 

Clocks, 



JEWELRY 



KNIVES, 

FORKS, 

SPOONS. 

BRONZES, 

BRONZES, 

BRONZES. 

ART POTTERY, 

NOVELTIES. ETC. 



VISITATION 



MAYSVILLE, KY. 



DAY SCHOOL FOR 



A school of excellent sd vantages for a thorough 
education in every department. Modern Lan- 
guages and Freehand Drawing taught without 
extra charge. Point-print method used in teach- 
ing those who are blind. Musical department 
under the able direction of a graduate of a noted 
conservatory. Domestic Economy and Calisthen- 
ics iwlll receive special attention. Parents and 
guardians will be given full particulars as to 
terms aud refereuce on applying to 

SISTERS OF THE VISITATION, B.V.M., 

MAYSVILLE. KY. 



TABLER'S DI! [ 

buckeyeJlJLJC 

OINTMENT^ 

CURES NOTHING BUT PILES. 

A SURE and CERTAIN CURE 
known for 10 yoars as the BE8T 
REMEDY FOR PILES. 

Pr,p.«d b, KUIIARDSOK.TAtl.OBMI!D. I'll., 8T.WCI8. 



BUST IS QUANTITY. 



DaST IS <ll AI.ITT. 



WORMS! 

WHITE'S CREAM 

V ERMIFUG E 

FOR 20 YEARS 

Has led all Worm Remedies. 

EVERY BOTTLE GUARANTEED. 

SOLD EVERYWHERE. 

Pr-p.rvd r.j BailABBSOS-TATLOaaiD. CO,, ST.LODIB. 



... 



